WHAT CONGRESS AND GANDHI HAVE DONE TO 


CONTINUED... 
Name of Contested 
Constituency or 


(1) 
Madras City 


(South Central) 


Chicacole 
Amalapuram 
Cocanada. 
Ellore 
Bandar 
Ongole 
Gudur 
Cuddappah 
Penukohda 
Bellaly 
Kurnool 
Tiruttani 


Chingleput 


Tiruvallur 


Uncontested Successful 


(2) 
Unopposed 


Contested 
Contested 
Unopposed 
Contested 
Contested 
Contested 
Contested 
Contested 
Contested 
Contested 
Contested 
Contested 
Contested 


Contested 


THE UNTOUCHABLES 


Appendices 


APPENDIX XV (1) MADRAS 


Party 
Ticket of 


Candidate 


(3) 
Non- 
Congress 


Congress 
Congress 
Congress 
Congress 
Congress 
Congress 
Congress 
Congress 
Congress 
Congress 
Congress 
Congress 


Non- 
Congress 


Congress 


Distribution of Votes 
Polled by Successful 
Candidate 
Scheduled- | Hindu | Total 
Caste | Votes 
Votes 
(4) (5) | © 
2,380} 5,259) 7,639 
9,742, Nil) 9,742 
7,532) 6,796 14,328 
9,935 Nil) 9,935 
6,513 Nil) 6,513 
4,293) 344) 4,637 
8,284, 344 8,628 
4,731 Nil 4,731 
4,019) Nil) 4,019 
5,362} Nil) 5,362 
4,966 Nil) 4,966 
12,360, =Nil 12,360 

3,107; 6,216, 9,323 


Votes Polled 
by 


Unsuccessful 


Candidates 


Total 
Scheduled- 
Caste 
Votes 
Polled 


(8) 


6,416 
29,111 
12,380 
18,393 
11,973 

9,072 
12,331 

9,801 

8,124 
13,164 

8,128 
22,852 


17,247 


Ranipet Contested |Non- 2,969 Nil} 2,969 4,000 8,296 
Congress 


Tiruvannamalai (Contested (Congress 3,342 Nil} 3,342 4,938 12,696 
Tiadivanam Contested Congress 6,396 Nil| 6,396 2,541 12,480 


Chidambaram |Unopposed |Non- = = 
Congress 


Tirukkoyilur (Contested (Congress 9,957) 4,436 14,393 6,133 16,090 
Tanjore Unopposed (Congress 

Mannargudi Contested Congress 2,294 20,494 22,788 8,296 10,590 
Ariyalur Contested Congress 1,208 10,064 11,292 8,759 9,967 
Palni Contested Congress 1,469 29,436 30,905 10,615 12,084 
Sattur ! Contested Congress Nil }18,514/ 18,514 11,894 6,980 
Koilpatti Contested Congress 4,199} 6,284'10,483 811 5,010 
Pollachi Contested Congress 9,703 Nil} 9,703 2,217 15,244 
Namakal Contested Congress 8,141) 8,153)16,294 3,217 11,358 
Coondapur Contested Congress 1,425 Nil) 1,425 1,798 11,673 
Malappuram (Contested Congress 7,154, Nil) 7,154 2,606 10,148 


Total of 126,152 Total) 321,616 
Scheduled- 

Caste Votes 

secured by 

Congress 

Candidates 


Total of Scheduled-Caste Votes 321,616 
Total of Scheduled-Caste Votes secured by Congress Candidates 126,152 


Scheduled Caste Votes secured by Non-Congress Candidates 195,464 
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